Bid Results for Rubbish Acceptance 
NHDOT Bureau of Turnpikes 
RFB TPK 2021-03 
Bid Opening 05/26/2021 


Sole Bidder 
5/26/2021 
Awarded Contract 
Naughton & Son 
Recycling LLC 







Bidder Name: 


Location: Bradford NH 


Commercial Rubbish $82.00 


Oversized Bulky Waste $82.00 


Calculation of Low Bid 
Based on Commercial Rubbish Price 
Estimated Tonnage over Contract Period 


Commercial Rubbish $82.00 
Total Cost of Contract $12,300.00 


